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Acidosis, respiratory, papilledema, 674 

Acid phosphatase, distribution, retina, 66 

ACTH, acute neurologic disorders, 672 

Adie’s syndrome, 128 

Adrenalectomy, saga of the unknown, 200 

Alkaline phosphatase, distribution, retina, 66 

Alpha-chymotrypsin, cataract surgery, use, 264 

Amebiasis, complicating corticosteroid manage- 
ment of pemphigus vulgaris, 73 

—, extraintestinal, 33 

Amblyopia, functional, 193 

—, hysterical, 246 

—, tobacco, 138, 248 

Amphotericin B, cryptococcosis treatment, 76 


Anatomy 

blood vessels, fine structure, in iris light and 
electron microscope studies, 422 

ciliary body, capillaries, ultrastructure, 374 

— epithelium, ultrastructure, human and rab- 
bit, differences, 374 

lens, iris, and neural retina, vertebrate eye, re- 
generation, 372 


Anemias, retinal hemorrhages, diagnostic signifi- 
cance, 37 

Angiodiathermy, Kettesy’s, gonioscopic study, 53 

Anesthesia, halothane, ophthalmic examination 
of ambulatory children, 189 

—, iatrogenic effects, 307 

—, pediatric, changing management, 458 

—, cocaine, 293 

Aneurysm, intracranial, medical treatment, 435 

Anterior chamber, copper fragments, diagnosed 
by ultrasound, 112 

— — implants, ophthalmic surgery, new develop- 
ments and uses, 177 

Antibacterial therapy, experimental approach, 42 

Antibiotic resistance, 74 

— therapy, trachoma, 362 

Antimalarial drugs, ocular reactions, 465 

Aphakia, bilateral, binocular vision, 327 

—, “pupil lens” or ‘‘iris clip lens’’, implantation, 
indications and technique, 176 

Aqueous flow, hypotonic and glaucomatous eyes, 
426 

— humor, biochemical study, after death, 68 

— —, protein content, 29 

Arterial pressure, retinal, measurement, 141 

Arteriosclerosis, conjunctiva and nail bed small 
blood vessels, 275 

Arteritis, temporal, total blindness, 230 


Atabrine (quinacrine), 30 

Ataxia, occurrence, 676 

Atherosclerosis, ophthalmological sign, 38 

—, retinal vascular reactivity, 233 

Atropine-like drugs, comparison, 
specificity, 71 

— response, eyes, in mongolism, 377 

— sensitivity and serotonin, in mongolism, 376 

Aureus bacteremia, after ventriculoatriostomy, 
472 


end-organ 


Bacillus tularense, infection, 475 

Bacteria, Gram-positive, resistance to lysozyme, 
78 

Bartisch, Georg, 16th century oculist, 481 

Behcet’s disease, 679 

— —, ophthalmological aspects, 681 

— —, virological aspects, 680 

Betamethasone, chemistry and pharmacology, 649 

—, in ophthalmology, 648 

Beta-propiolactone, instruments and materials, 
sterilization, 265 


Biochemistry 
alkaline and acid phosphatase, distribution, in 
retina, 66 
cornea and aqueous humor, biochemical study, 
after death, 68 
reductase, distribution in ocular tissue, 196 
tetrazolium, retina, study, 196 


Blepharophimosis, hereditary, 173 

Blood-cerebrospinal fluid, barrier, carbon dioxide, 
papilledemain chronic respiratory disease, 674 

— dyscrasias, 311 

— vessel disease, in diabetes, histology, 349 

— —, fine structure, in iris light and electron 
microscopic studies, 422 

— —, small, conjunctiva and nail bed, arterio- 
sclerosis, 275 

——,—,—— — —, diabetes mellitus, 337 

Bolton, James, surgeon-oculist, 291 

Bone marrow findings, cryoglobulinemia, 439 


Book reviews 

Shapero-Cline-Hofstetter, Dictionary of Visual 
Science, 92 

Csapody, I., Augenhohlenplastik, 92 

Transactions of the American Ophthalmological 
Society, 1960, 392 

Jackson, C. 8., The Eye in General Practice, 393 

Smelser, George K. (editor), The Structure of 
the Eye, 393 
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Cancer immunity, 258 
Carcinoma, prostate, metastases, exophthalmos, 
65 
Cardiovascular disorder, diabetics, analysis, 157 
Carotid arterial thrombosis, internal, ocular mani- 
festations, 148 
—-cavernous fistula, exophthalmos, 453 
— and retinal artery pressures, simultaneous de- 
terminations, 240 
Cataract, crystalline, 
zonylolysis, 268 
—, obstruction, fundus reflex, 282 
— operation, analgesia, combined local and gen- 
eral, 441 
— —, centenarian, 52 
—, — during first ten years of life, prognosis, 359 
— —, enzymatic zonulolysis, 260 
—, senile, artificial self-resorption, without opera- 
tion, 267 
—, subcapsular, induced, corticosteroids, rheuma- 
toid arthritis, 463 
— surgery, 180 
— —, alpha-chymotrypsin, use, 264 
— —, complications, management, 442 
—, surgical treatment, mechanical zonulolysis, 447 
—, toxic, 135 
Cat-scratch disease, oculoglandular, 271 
Chamber angle, mechanical obstruction, effects, 
122 
Chemotherapy, response, 365 
Chloroquine keratopathy, 30 
—, ocular lesions, 467 
— therapy, retinopathy following, 31 
Cholinesterase-activity, myasthenia 
study, 27 
Choroid melanocytoblastoma, development, 669 
Choroidal detachment, serous, 395 
complications, 411 
differential diagnosis, 410 
treatment, 412 
Chymotrypsin, alpha. See Alpha-chymotrypsin 
Ciliary body, capillaries, ultrastructure, 374 
— epithelium, ultrastructure, human and rabbit, 
difference, 374 
Circle of Willis, anterior segment, collateral circu- 
lation angiographic test, 129 


extraction, enzymatic 


ocularis, 


Classics in ophthalmology 
Schoenberg, M. J., Clinical and Experimental 
Researches on Intraocular Drainage, 84 
Schigtz, H., Tonometry, with a Description of a 
New Tonometer, 202 
Koller, Karl, The Application of Cocaine to the 
Eye as an Anesthetic, 293 
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Young, Thomas, On the Mechanism of the Eye, 
383 

Vail, Derrick T., A Case of ‘‘Squirrel Plague’’ 
Conjunctivitis in Man (Bacillus tularense 
Infection of the Eye), 475 

Verrey, Florian, George Bartisch—16th Cen- 
tury Oculist, 481 

Fick, Adolph Eugen, A Contact Lens, 694 


Cocaine, eye anesthetic, 293 
Colistin (coly-mycin), pseudomonas infection, 
laboratory and clinical observations, 433 


Collateral circulation 
angiographic test, through circle of Willis, 
anterior segment, 129 


Color vision, goldfish, electrophysiological evi- 
dence for mechanism, 690 

Coly-mycin (colistin), pseudomonas infection, 
laboratory and clinical observations, 433 


Conjunctiva 
dyskeratosis, intraepithelial, hereditary benign, 
339 
ophthalmo-iatrogenic disorders, 315 
nail bed and small blood vessels, arteriosclerosis, 


— —,— — — diabetes mellitus, 337 
vessel changes, 605 
—, succinylcholine influence, observations, 449 


Conjunctivitis, ‘‘squirrel plague’’, 475 

Contact lens, 694 

— lenses, ocular, anatomic, and physiologic 
changes, 272 

— —, problems, 164 


Cornea 

abrasions, eye-pads, effect on healing, 111 

biochemical study, after death, 68 

chicken and monkey, use for human corneal 
grafting, 655 

grafting, long-term preservation of donor tissue, 
109 

—, penetrating problems, 653 

herpes and fungal infections, 317 

heterografts, 334 


Corticosteroids, effect on herpetic keratitis, 686 

— management of pemphigus vulgaris, compli- 
cated by amebiasis, 73 

—, rheumatoid arthritis, 463 

— susceptibility, 365 
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Cortisone, testosterone, and protein nutrition, 
effect and interrelation, wound healing, 465 

Cryoglobulinemia, bone marrow findings, 439 

—, treatment, cryoprotein, 363, 684 

Cryoprotein, cryoglobulinemia treatment, 363, 
684 

Cryptococcosis, Amphotericin B treatment, case 
report, 76 

—, disseminated, sarcoid-type reaction, 76 

Cyst rupture, besnoitia infection, toxoplasmosis 
pathogenesis, 799 

Cystinosis, cystine crystals in peripheral white 
blood cells, 191 


Dacryocystorhinostomy, 95 
flap, formation, 100 
operation, 96 
preoperative preparation and anesthesia, 95 
simplified technique, 445 
Deafness, occurrence, 676 
Dermatitis, due to neomycin, 48 
—, therapy, side effects, 309 
Dermatoses, topical therapy, Triburon and hydro- 
cortisone, 43 
D.F.P., myasthenia ocularis, effect, 27 
Diabetes, ocular pathological aspects, 515 
—, small blood vessel disease, histology, 349 
— mellitus, animals, 351 
— —, retinal vascular reactivity, 233 
— —, retinopathy and nephropathy, 236 
— —, small blood vessels, conjunctiva and nail 
bed, 337 
Diabetic retinopathy, See Retinopathy, diabetic 


Diagnostic test 
melanoma, of skin, radioactive phosphorus, 
diagnosis in vivo, 124 


Digitalis intoxication, 314 

Dynamometry, retinal, 81 

—, temporal, 342 

Dyskeratosis, intraepithelial, hereditary benign, 
339 


Eclampsia, pregnancy, retina detachment, 155 

Electromagnetic spectrum, exposure, occupational 
injuries, 379 

Electroretinographic equipment, standardization, 
34 

Endocarditis, enterococcal, 428 

Endocrine aspects, relapsing hemorrhages of 
retina, 232 

— exophthalmos, 667 

— eye lesion, hyperthyroidism, 347 
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Epicanthal folds, and ptosis, treatment, 168 

Epicanthus inversus, hereditary, 173 

Erythema nodosum, conjunctival nodules, 108 

Exophthalmos, endocrine, 667 

—, malignant lymphoma, 332 

—, management, 131 

—-producing reaction by serum of patients with 
thyroid dysfunction, 667 

—, prostate carcinoma metastases, 65 

—, pulsating, caused by carotid-cavernous fistu- 
las, 453 

—, thyroid dysfunction, 133 


External disease 

cat-scratch disease, oculoglandular, 271 

electric shavers and eye affections, 59 

endocrine exophthalmos, study, 667 

erythema nodosum, conjunctival nodules, 108 

keratoconjunctivitis sicca and Sjégren’s syn- 
drome, 419 

lacrimal canals, affections, nonsurgical treat- 
ment, 666 

oculo-cutaneous disease and internal medicine, 
60 

Stevens-Johnson syndrome, 63 

trachoma, antibiotic therapy, 362 

virus diseases, ocular, 56 


Eye care, total, 211 
—, mechanism, 383 


Eyelids 
upper, surgical aspects, 178 
wounds, apparently trivial, intracranial dam- 
age, 331 


Fibers, zonular, alpha-chymotrypsin, effect, 357 

Fibrinolysis, nicotinic acid, induction in vivo, 
use, 47 

Fibroplasia, retrolental, 187 

—,—, prevention, 455 

Fistulas, carotid-cavernous, exophthalmos, 453 

Folliculoma, hair-follicle tumor, 256 

Fractures, skull, 278 


Fundi 
papilledema, intracranial disease, pathogenesis, 
review of literature, 126 


Fundus reflex, impaired or absent, obstruction by 
cataract, 282 


Gall bladder, rupture, steroid therapy, 216 
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Glaucoma 

acute surgical results, 114 

aqueous flow, hypotonic and glaucomatous eyes, 
426 

central retinal artery, occlusion, 221 

chamber angle, mechanical obstruction, effects, 
122 

compression test, 120 

fistulizing operations, 54 

gonio-vessels, 116 

hemorrhagic, iron compounds in eye, signifi- 
cance for pathogenesis, 424 

pigment, diagnosis, 663 

primary, emotional factors, 223 

simple, diagnosis and treatment, 117, 335 

survey, Pittsburgh and environs, 220 

tonometry, impression, effect of eye volume 
variation, 225 


Glucose, metabolic pathways, 498 

Gonin, heritage, 657 

Gonioscopy, after Kettesy’s angiodiathermy, 53 

Gonio-vessels, 116 

Graves’ disease, hyperophthalmic, with pituitary 
tumor and hyperparathyroidism, 130 

Grénblad-Strudberg syndrome, 139 


Halothane anesthesia, ophthalmic examination of 
ambulatory children, 189 

Handel, George Frederick, a genius in darkness, 
198 

Head, trauma, ocular signs, 280 

Heart block, occurrence, 676 

Hematoma, subdural, diagnosis and localization, 
ott 

Hemorrhage(s), pituitary adenoma, recovery and 
reossification of sella turcica, 244 

—, relapsing, retina, endocrine aspects, 232 

—, retinal, severe anemias, diagnostic significance, 
37 

Herpes simplex, study, 686 

— — virus infection, interferon, effect, 687 

Herpetic keratitis, corticosteroids, effect, 686 

Heterografts, corneal, 334 


History 
James Bolton, surgeon-oculist, 291 
medical jurisprudence, ancient, special reference 
to the eye, 82 
Susruta, his time, life, and works, 290 


Hormone, parotis, effect in myasthenia ocularis, 
27 
—, retinopathy, relationship, 551 


Hyaloid membrane, anterior, alpha-chymotrypsin, 
effect, 357 

Hydrocortisone, dermatoses, topical therapy, 43 

Hyperglyceridemia, and lipemia retinalis, in hypo- 
pituitarism, 437 

Hyperparathyroidism, pituitary tumor, hyper- 
ophthalmic Graves’ disease, 130 

Hypertension, in Warner’s syndrome, 229 

Hyperthyroidism, endocrine eye lesion, 347 

Hypopituitarism, hyperglyceridemia and lipemia 
retinalis, 437 

Hypothalamus, electrical stimulation, effect on 
tissue respiration of iridociliary body and 
protein content in aqueous humor, 29 


Iatrogenic blindness, 252 
— pathology, 301 
anesthesia, 307 
blood dyscrasias, 311 
conjunctiva, 315 
cornea, 317 
dermatitis, therapy, 309 
digitalis intoxication, 314 
internal disease, treatment, 311 
lens, 320 
liver disease, 302 
muscles, 318 
nephrosis, acute versenate, 315 
ophthalmo-iatrogenic disorders, 315 
optic nerve, 322 
pediatric disease, treatment, 310 
psychotherapy, 308 
renal disease, 306 
retina, 320 
roentgen therapy, 315 
ulcer aggravating drugs, 305 
Infection, mycotic, therapy, 40 
—, resistance, 365 


Inflammatory disease 
Behget’s disease, discussion, 679 


Insulin deficiency, retinal changes, 483 

Interferon, experimental vaccinia and herpes 
simple virus infections, effect, 687 

Internal disease, treatment, side effects, 311 

Intracranial disease, papilledema, pathogenesis, 
126 

Intraocular drainage, clinical and experimental 
researches, 84 


Intraocular foreign bodies 
copper fragments, anterior chamber and vitre- 
ous, diagnosed by ultrasound, 112 
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Iridociliary body, tissue respiration, 29 
Iris, vertebrate eye, regeneration, 372 
Iritis, treatment, phenylbutazone, 274 


Kanamycin, ophthalmic use, study, 218 

Keratitis, herpetic. See herpetic keratitis 

Keratoconjunctivitis sicca and Sjégren’s syn- 
drome, systemic manifestations and hemato- 
logic and protein abnormalities, 419 

Keratopathy, chloroquine, antimalarial drugs, 
visual disturbances, 30 

Kettesy’s angiodiathermy, gonioscopic study, 53 

Kidney, vascular lesions, electron microscopy, 487 


Labyrinth, caloric stimulation, 450 


Lacrimal apparatus 
lacrimal canaliculi, 326 


Lacrimal canals, affections, nonsurgical treat- 
ment, 666 

Lamellar scleral resection, retinal detachment, 
182 


Lens 
blood, 645 
cataract, toxic, 135 
color phenomena, 641 
exogenous pigmentation, 632 
— staining 
iatrogenic pathology, 320 
pigmentation and coloration, 630 
vertebrate eye, regeneration, 372 
x-ray damage, modification, by partial shield- 

ing, 72 


Lenses, contact. See Contact lenses 

Lipemia retinalis, hyperglyceridemia, hypo- 
pituitarism, 437 

Lipid metabolism, 564 

Liver disease, iatrogenic, 302 

Lymphoma, malignant, exophthalmos, 332 

Lysozyme, Gram-positive bacteria, resistance, 78 


Macula, diseases, 613 

—, extraintestinal amebiasis, 33 

—, lesions, involutional and senile origin, 153 

Melanocytoblastoma, choroid, 669 

Melanoma, juvenile, 253 

—, skin, radioactive phosphorus, diagnosis in vivo, 
124 

Melanosis, circumscribed precancerous, 253 

Metabolism, lipid, 564 

Microaneurysm, 492 

—, retinal capillary, 237 


Microbicide, Triburon, evaluation in dermato- 
logical practice, 44 


Microbiology 

antibiotic resistance, 74 

cryptococcosis, disseminated, sarcoid-type re- 
action, 76 

herpes simplex, study, corticosteroids, effect on 
herpetic keratitis, 686 

— — virus infections, and experimental vac- 
cinia, interferon, effect, 687 

lysozyme, Gram-positive bacteria resistance, 
mechanism, 78 

pemphigus vulgaris, amebiasis complicating 
corticosteroid management, 73 

polymyositis, toxoplasmic, 470 

sarcoid, etiology, 79 

sarcoidosis, myocardial, sudden death, 79 

Staphylococcus albus, or aureus bacteremia, after 
ventriculoatriostomy; role of foreign body, 
472 

Toxoplasma organisms, aqueous, in acquired 
toxoplasmosis, 688 


Migraine, ophthalmoplegic, mechanism, possible 
explanation, 670 


Miscellany 
adrenalectomy, saga of unknown, 200 
Handel, George Frederick, a genius in darkness, 
198 
ophthalmology, new China, achievements, 199 


Mobius syndrome, neurologic aspects, 242 
Mongolism, atropine response, eyes, 377 
—, — sensitivity and serotonin, 376 
Mucocele, giant, frontal sinus, 277 
Mucormycosis 
case report, 2 
cerebral, 1 
clinical considerations, 9 
mycology, 7 
pathogenesis, 18 
pathology, 18 
treatment, 21 
Multiple sclerosis, intrathecal reaction to tuber- 
culin, 25 
— —, seasonal incidence of onset and exacerba- 
tions, 26 
Muscles, iatrogenic pathology, 318 
—, inferior oblique, suprachoroidal implantation, 
retinal degeneration, 156 
—, levator, resection through a skin incision in 
congenital ptosis, results, 170 
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Myasthenia gravis, diagnosis and treatment, 249 

— ocularis, cholinesterase-activity, study, 27 

Mycotic infection, therapy, 40 

Myopia, in child, association with maternal dis- 
ease, 284 


Neomycin, contact dermatitis due to, 48 


Neoplasm (See also Ocular oncology) 
retinoblastoma, primary stage, treatment, 330 
rhabdomyosarcoma, 329 
melanocytoblastoma, choroid, 669 


Nephropathy, diabetes mellitus, 236 

— and retinopathy, association (electron mi- 
croscopy), 599 

Nephrosis, acute versenate, 315 

Neurological disorders, in diabetics, analysis, 157 


Neuro-ophthalmology 

ACTH, acute neurologic disorders, 672 

amblyopia, hysterical, 246 

—, tobacco, 248 

diabetic neuropathy, vascular etiology, 251 

dynamometry, temporal, 342 

exophthalmos, pulsating, caused by carotid- 
cavernous fistulas, 453 

hematoma, subdural, diagnosis and localiza- 
tion, 344 

iatrogenic blindness, 252 

labyrinth, caloric stimulation, 450 

Mobius syndrome, neurologic aspects, 242 

multiple sclerosis, intrathecal reaction to tuber- 
culin, 25 

— —, seasonal incidence of onset, exacerbations, 
26 

myasthenia gravis, diagnosis and treatment, 
infancy, childhood, and adolescence, 249 

myasthenia ocularis, cholinesterase-activity 
study, 27 

neuropathy, diabetic, 341 

ocular verticality, function, alterations, 450 

ophthalmoplegic migraine, mechanism, possible 
explanation, 670 

papilledema, chronic respiratory acidosis, 
blood-cerebrospinal fluid, carbon dioxide 
barrier, 674 

pituitary adenoma, hemorrhage, recovery and 
reossification of sella turcica, 244 

retinal and carotid artery pressures, simultane- 
ous determinations, 240 


Neuropathy, diabetic, 341 
—,—, vascular etiology, 251 
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Neurophysiology 
hypothalamus, electrical stimulation, effect on 
tissue respiration of iridociliary body and 
protein content of aqueous humor, 29 


Nevi, pigmented, 253 

Nevoid tumors, skin, histogenesis, 256 

Nicotinic acid, fibrinolytic activity, induction, 47 
Nocardosis, case report, 113 


Notice 
Investigators Awarded Fight for Sight Citation, 
698 


Nystagmus, ocular, secondary; function of in- 
tensity, duration of acceleration, 285 


Oculo-cutaneous disease and internal medicine, 60 
Oculogyral illusion, semicircular canal adapta- 
tion to bizarre stimulation, 682 


Ocular infection 
Nocardosis, case report, 113 


Ocular lesions, after treatment with chloroquine, 
467 


Ocular oncology (See also Neoplasm) 
cancer immunity, 258 
nevoid tumors, skin, histogenesis, folliculoma, 
hair follicle tumor, 256 
pigmented nevi, benign juvenile melanoma, and 
circumscribed precancerous melanosis, 253 
retinoblastoma, editorial, 255 


Ocular verticality, function, alterations, 450 
Ophthalmia neonatorum, prophylaxis, 81 
Ophthalmodynometer, 140 
Ophthalmodynamometry, 678 
Ophthalmo-iatrogenic disorders, 315 
Ophthalmology achievements, new China, 199 
Ophthalmoplegia, occurrence, 676 


Optic nerve 
iatrogenic pathology, 322 
tobacco amblyopia, 138 


Orbit 
exophthalmos, malignant lymphoma, 332 
—, management, 131 
—, prostate carcinoma, metastases, 65 
—, thyroid dysfunction, 133 
Grave’s disease, hyperophthalmic, with pitui- 
tary tumor and hyperparathyroidism, 130 
mucocele, giant, frontal sinus, 277 
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Original articles 


Brav, Solomon §S., Serous Choroidal Detach- 
ment, 395 

Cowan, Thomas H., Pigmentation and Colora- 
tion of the Lens, 630 

Fabritius, Ruth E., Observations on Patients 
with Diseases Involving the Macula, 613 

Ferry, Andrew P., Cerebral Mucormycosis 
(Phycomycosis). Ocular Findings and Review 
of Literature, 1 

Givner, Isadore, Iatrogenic Pathology of In- 
terest to the Ophthalmologist, 301 

Kasper, Kelvin A., Dacryocystorhinostomy, 95 


Papilledema, chronic respiratory acidosis, 674 
—, intracranial disease, pathogenesis, 126 

Parotis hormone, myasthenia ocularis, effect, 27 
Pediatric disease, treatment, side effects, 310 


Pediatric ophthalmology 


anesthesia, pediatric, changing management, 
458 

cystinosis, cystine crystals in peripheral white 
blood cells, 191 

fundus reflex, impaired or absent, obstruction 
by cataract, 282 

halothane anesthesia, open drop, ophthalmic 
examination of ambulatory children, 189 

myopia, in the child, association with maternal 
disease, 284 

premedication, evaluation, 456 

retinoblastoma, 186 

retrolental fibroplasia, blindness, 187 

— —, prevention, 455 

rhabdomyosarcoma, 461 

rhabdomyosarcoma in children, 460 

vision screening program, design and evalua- 
tion, elementary school children, 183 


Pemphigus vulgaris, corticosteroid management 


complicated by amebiasis, 73 


Pharmacology 


antimalarial drugs, ocular reactions, 469 

atropine-like drugs, comparison, end-organ 
specificity, 71 

— response, eyes, mongolism, 377 

— sensitivity, and serotonin, in mongolism, 376 

chloroquine, ocular lesions, 467 

corticosteroids, rheumatoid arthritis, sub- 
capsular cataracts, induced, 463 

‘“‘priscol,’’? conjunctival vessels of diabetics, 
response, 69 

testosterone, cortisone, and protein nutrition, 

effect and interrelation, sound healing, 465 
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Phenylbutazone, postoperative iritis, treatment, 
274 

Phosphatase, alkaline and acid, distribution, in 
retina, 66 

Phycomycosis. See Mucormycosis 


Physiology 

amblyopia, functional, 193 

color vision, in goldfish, electrophysiological 
evidence for mechanism, 690 

electromagnetic spectrum, exposure, occupa- 
tional injuries, 379 

lens, x-ray damage modification, partial shield- 
ing, 72 

retina, fleck, congenital nightblindness, 378 


Pituitary adenoma, hemorrhage, recovery and re- 
ossification of sella turcica, 244 

— tumor, hyperparathyroidism, hyperophthalmic 
Graves’ disease, 130 


Plastic surgery 

blepharophimosis, ptosis, and epicanthus in- 
versus, hereditary, 173 

muscle, levator, resection through skin incision, 
congenital ptosis, results, 170 

ptosis and epicanthal folds, treatment, 168 

ptosis, upper eyelid, congenital and acquired, 
correction, 174 


Pollinosis, injections of allergenic extracts, 217 

Polymyositis, toxoplasmic, 470 

P.P.D. (purified protein derivative), 25 

Premedication, evaluation, in children, 456 

“‘Priscol,’’ conjunctival vessels of diabetics, re- 
sponse, 69 

Propiolactone, beta. See Beta-propiolactone 

Prostigmin, myasthenia ocularis, effect, 27 

Protein, aqueous humor, 29 

— nutrition, testosterone, and cortisone, effect 

and interrelation, wound healing, 465 

Prothrombinopenic anticoagulant drugs, com- 
parative study, 429 

Pseudoxanthoma elsasticum, 139 

Psychotherapy, iatrogenic effects, 308 

Ptosis, congenital, levator muscle, resection 
results, 170 

— and epicanthal folds, treatment, 168 

—, hereditary, 173 

—, upper eyelids, congenital and acquired, cor- 
rection, 174 

Pulseless disease, case report, 152 


Pupil 
Adie’s syndrome, 128 
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Quinacrine (Atabrine), 30 


Radioactive phosphorus, melanoma of skin, diag- 
nosis in vivo, 124 
Reductase, distribution in ocular tissue, 196 


Refraction, 
aphakia, bilateral, binocular vision, 327 
contact lenses, ocular, anatomic and physiologic 
changes, 272 
— —, problems, 164 


Renal disease, iatrogenic, 306 


Retina 

alkaline and acid phosphatase, distribution, 66 

arterial pressure, retinal, measurement, 141 

— thrombosis, vertebral-basilar, ocular mani- 
festations, 150 

arteritis, temporal, total blindness, 230 

atherosclerosis, ophthalmological signs, 38 

burns after sun’s eclipse, 239 

cardiovascular, and neurological disorders, in 
diabetics, analysis, 157 

carotid arterial thrombosis, internal, ocular 
manifestations, 148 

— artery pressures, simultaneous determina- 
tions, 240 

detachment, 234 

—, eclampsia of pregnancy, 155 

—, (heritage of Gonin), 657 

—, prophylaxis, 262 

—, retinopexy or lamellar scleral resection, 182 

—, surgical management, 353 

diabetic retinopathy, a new approach, 158 

electroretinographic equipment, clinical, stand- 
ardization, 34 

fleck, congenital nightblindness, 378 

hemorrhages, relapsing, endocrine aspects, 232 

—, severe anemias, diagnostic significance, 37 

iatrogenic pathology, 320 

keratopathy, chloroquine, antimalarial drugs, 
visual disturbances, 30 

lipemia retinalis and hyperglyceridemia, in 
hypopituitarism, 437 

macula, extraintestinal amebiasis, 33 

—, lesions, involutional and senile origin, 153 

microaneurysms, retinal capillary, 237 

muscle, inferior oblique, suprachoroidal im- 
plantation, retinal degeneration, 156 

neural, vertebrate eye, regeneration, 372 

opthalmodynamometer, new, 140 

ophthalmodynamometry, 678 

pigmentation, ophthalmoplegia, ataxia, deaf- 
ness, and heart block, occurrence, 676 

Pseudoxanthoma elasticum, 139 
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pulseless disease, case report, 152 

retinitis pigmentosa, hypertension, and uraemia 
in Warner’s syndrome, 229 

retinopathy and nephropathy, diabetes mellitus, 
236 

—, following chloroquine therapy, 31 

vascular disease, brain, occlusive, compensatory 
mechanisms, 144 

— lesions, electron microscopy, 487 

— reactivity, diabetes mellitus and athero- 
sclerosis, 233 

— proliferation, acute, 227 

surgery, retinal detachment, 161 

Takayashu’s disease, case report, 152 

tetrazolium, study, 196 


Retinitis pigmentosa, in Warner’s syndrome, 229 
Retinoblastoma, 186, 255 
—, primary stage, treatment, 330 
Retinopathy, chloroquine therapy, 31 
—, diabetes mellitus, 236 
—, diabetic, 158 
—, diabetic, conference, 483-612 
conjunctival vessel changes, 605 
diabetes, ocular pathological aspects, 515 
diabetic retinopathy, course, 504 
glucose, metabolic pathways, 489 
hormones, retinopathy, relationship, 551 
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